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The Director of Central Intelligence 
Washington, D.C. 20505 


Intelligence Community Staff 


2l JAN 1986 

LOGGED 



DCI/IC 85-4022 
4 December 1985 
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MEMORANDUM FOR: 


FROM: 


lbjb coordinator, GDIP Staff 


SUBJECT: 


CBJB Coordinator 
Program and Budget Staff 

ADP Section of FY 1987 CBJB and Congressional ly Directed 
Computer Security Report 


1. As you requested, this is to confirm our conversation of 21 November 
1985, that the Congressional Staff members have agreed to allow us to 
discontinue the ADP section in the CBJB's, commencing with the FY 1987 
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submission. None of t.hp nf 
year's budget books. 


P Programs will include the ADP section in this 
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2. For purposes of responding to Congressional requirements for data 
on Computer Security (COMPUSEC), we are informing the HPSCI staff that the 
NFIP will respond to the HAC request for COMPUSEC information, and that copies 
will be provided to the HPSCI. As you know, the HPSCI had originally asked 
that COMPUSEC information be included in the ADP section of the CBJB. Since 
the ADP section has been eliminated, and the HAC has requested a more detailed 
response to the same issue, we felt that the above approach would be 
appropriate. — Ihe IC Staff coordinator for the COMPUSEC Report will be 
of the Information Handling Committee, IC Staff (Secure 
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SECRET 
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SUBJECT: 


Distri bution: 


ICS/PB(_ 


ADP Section of FY 1987 CBJB and Congressionally Directed 
Computer Security Report 

(DCI/IC 85-40 22) 

26 Nov 85 
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1 - 
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Addressee 

ICS /IHd 

PBS| 

PBS Chrono 

PBS Subj (CBJB Corres) 
ICS Registry 
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